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DEPARTMENT  OF  AGRICULTURE 

Federal  Grain  Inspection  Service, 

USDA. 

Replacement  of  the  Milled  Rice 
Interpretive  Line  Samples  for  the 
Degree  of  Milling 

AGENCY:  Federal  Crain  Inspection 
Service 

action:  Notice  of  Intention  to  Replace 
the  Interpretive  Line  Samples  for  the 
Degree  of  Milling  of  Milled  Rice. 

SUMMARY:  The  Federal  Crain  Inspection 
Service  (FGIS)  hereby  notifies  interested 
parties  in  the  rice  industry  that  the 
interpretive  line  samples  for  the  degree 
of  milling  in  milled  rice  are  scheduled 
for  replacement  in  1981. 
for  further  information  contact: 
James  L.  Driscoll,  Director, 
Standardization  Division,  FCIS,  USDA, 
Richards-Gebaur  AFB,  Building  #221, 
Grandview,  Missouri  64030,  telephone 
(816)  348-2861. 

SUPPLEMENTARY  INFORMATION:  The 

Agricultural  Marketing  Act  of  1946,  as 
amended  (7  U.S.C.  1621-1627)  provides 
for  the  issuance  by  the  Secretary  of 
Agriculture  of  standards  with  respect  to 
the  quality,  condition,  quantity,  grade, 
and  packaging  of  agricultural 
commodities.  Under  the  U.S.  Standards 
for  Milled  Rice  (7  CFR  68.301-68.316), 
one  of  the  quality  factors  determined  in 
inspection  is  the  degree  of  milling.  The 
degree  of  milling  is  a  determination  of 
the  amount  of  bran  removed  in  the 
processing  of  milled  rice.  The  grades. 

U.S.  No.  1  and  2  are  required  to  be  at 
least  "well  milled",  U.S.  No.  3  and  4 
grades  are  required  to  be  at  least 
"reasonably  well  milled”,  and  the 
grades,  U.S.  No.  5  and  6  are  required  to 
be  at  least  "lightly  milled”. 

The  determination  of  the  degree  of 
milling  is  made  subjectively  with  the  aid 
of  interpretive  line  samples  which  are 
prepared  to  represent  the  least 
acceptable  amount  of  bran  removal  for 
each  of  the  three  milling  degree  levels. 
Due  to  the  natural  deterioration  of  these 
interpretive  line  samples,  it  is  FGIS 
policy  that  the  samples  be  replaced  with 
freshly  milled  rice  every  two  years.  It  is 
the  intention  of  FGIS  to  duplicate  the 
present  interpretive  line  samples  as 
closely  as  possible  in  this  replacement 
process.  Rice  inspectors,  rice  millers  and 
other  interested  parties  will  be  afforded 
the  opportunity  to  participate  in  the 
preparation  and  review  of  the 
replacement  samples  to  insure  that  the 
interpretive  lines  are  properly 
maintained. 

(Secs.  203,  205,  Pub.  L.  79-733  (1946),  60  Stat. 
1087  and  1090). 


Done  in  Washington.  D.C.,  on  January  28. 
1981. 

D.  R.  Galliart, 

Acting  Administrator. 
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